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Town Officers. 


OFFICERS BIENNIALLY ELECTED. 


Moderator, 
HENRY L. SWEENY. 


Representative to General Court, 
DAVID O. BREWER. 


Supervisors of Check List, ' 


PERRIN W. NICHOLS, ARTHUR R. JUDKINS, 
ELMER A. COLLINS. 


OFFICERS ANNUALLY ELECTED. 


Town | Clerk, 
LABURTON G. CILLEY. 


Selectmen , 


GEORGE M. BAKIE, FRANK W. PARKER, 
ALBION ‘W. NASON. 


Treasurer, — 
WALTER 5S. CLARK. 


Highway Agents, 
LOUIS C. SMITH. PERRIN W. NICHOLS, FOREST J. HANSON, 
ALBERT F. NASON, LEWIS W. DAVIS. 


Library T: rustees, 
FRANK W. WHIPPEN, Z. WILLIS KEMP, 
HENRY L. SWEENY. : 
Collector of Taxes, | 
JACOB W.'PURINGTON. 


Audiiors, 
Z. WILLIS KEMP, AMOS C. CHASE, 


Board of Education, ‘ 
SIMEON P. CLARK, FLORA E. HILLIARD, 
FRANK W. WHIPPEN. 


Auditors of Board of Education, 


ANNIE L. CILLEY, ELVIRA C. COLLINS. 
Board of Health, : 
H. L. SWEENY, C, P. Re JOYCE, 
G. M. BAKIE. 
_ Librarian, 


NELLIE F, INGALLS. 


Town Warrant. 


[te s.] THE STATE OF NEW HAMPSHIRE. 


To the inhabitants of the Town of Kingston, in the County of 
Rockingham, in said State, qualified to vote in Town Affairs : 


You are hereby notified to meet at the Town Hall, in said town, 
on Tuesday the twelfth day of March next, at nine of the clock in 
the forenoon, to act upon the following subjects : 

1. To choose all necessary town officers for the year ensuing. 

2. To raise such sums of money as may be necessary to defray 
town charges for the ensuing year, and make appropriation of the 
same. 7 

3- To see how much money the town will raise and appropriate 
for the support of the library. — 

4. ‘To see what action the town will take in regard to the brown 
tail moth. 

5. To see if. the town will vote to accept a lot of land. thirty 
feet wide, running from the southerly line of land of the Masonic 
Building Association and extending from the highway to the pond, 
provided the right of way between the L. D. Peaslee house and 
park is closed. 

6. To see how much money the town will raise and appropriate 
for Memorial Day. 

7. To see what sum of money the town will raise and appro- 
priate for a building suitable for the storage of the road machine, 
and to include a room for a jail cell. 

8. To see what sum of money the town will raise and appro- 
priate for the construction and repair of highways. 

g. To transact any business that may legally come before said 
meeting. 

Given under our hands and seal this twenty-fifth day of Febru- 
ary, in the year of our Lord nineteen hundred and seven. 


GEORGE M. BAKIE, ) Selectmen 
FRANK W. PARKER, of 
ALBION W. NASON, Kingston. 


A true copy of warrant—Attest : 


GEORGE M. BAKIE, ) Selectmen 
FRANK. W. PARKER, of 
ALBION: W. NASON, ) Kingston. 


Selectmen’s Report. 


INVOICE APRIL 1, 1906. 


Resident valuation real estate, 
Non-resident, 

207 horses, 

9 oxen, 

219 COWS, 

46 other neat stock, | 

12 sheep, 

Money on hand, at interest or on deposit, 
Value of mills, 

Stock in trade, 

283 polls, 


TAXES ASSESSED. 


State tax, 

County tax, 

Town tax for current expenses, 
High school tax, 

School tax by law, 

Construction and repair of highways, 
Highways by law, 

Support of library, 

Repair of school houses, 

Improving the old cemetery on the Plains, 
Memorial day, 

Percentage added, 


Additional tax, 


Rate, $1.78 on $1oo. 


$224,015 


82,104 
10,720 


$387,205 


00, 
ore 
rh 


$6,892 25 
25° 22 


$6,927 47 


5 


RECEIPTS. 

Cash on hand Feb. 15, 1906, : $883 58 
Taxes from Collector, 6,027 47 
Dog licenses, : 208 20 
Railroad tax, 187 81 
Savings bank tax, 221 135 
Literary fund, Pe <07 
Proportion of school fund, 208 51 
High school tuition, 87 94 
County, for support of poor, 270 45 
Interest on E. S. Sanborn fund, 77 50 

ff J. H. Nichols bond, 60 00 
A. W. Dean, State engineer, 304 99 
H. L. Sweeny, justice fees, £1 231200 
Pool table license, IO 00 
State license commissioners, 364 73 
Wood and land at South Kingston, 20 00 
Janitor of Town Hall, 22 00 
Grass in Town Hall yard, I 00 
East Kingston, half expense surveyor and town 

bounds, 5 89 
Plaistow, half expense surveyor and town bounds, 8 15 

$9,986 67 
DISBURSEMENTS. 

Town officers, $545 55 
County poor, 136 oo 
Breaking roads, 168 88 
Highways and bridges, 2,213.90 
Support of schools, 2,074 06 
School supplies, 86 65 
Abatements, 80.82 
Miscellaneous, 933 30 
State tax, 640 OO 
County tax, 1,003 53 


Damage by dogs, etc., IO 55 


Interest on trust funds, 

Town poor, 

Dependent soldiers, 

Interest on E. S. Sanborn fund, 
43 J. H. Nichols bond,. 


$312 


$8,456 44 


The sums available for expenditures during the year 1906 were 


as follows : 


Cash in treasury, February 15, 1906, 
Taxes assessed for 1906, 
From State, literary fund, 
Savings bank tax, 
Railroad tax, 
Proportion of school fund, 
High school tuition, 
Support of county poor, 
Dog licenses, 1905, 
H. L. Sweeny, justice fees, 
State license commissioners, 
Wood and land at South Kingston, 
Rent of Town Hall, 
Grass in Town Hall yard, 
Pool table license, 
A. W. Dean, state engineer, 


$883 
6,927 
II4 
22 T 
187 
208 


87. 


270 
180 


304 


East Kingston, half expense surveyor and town 


bounds, 


5 


Plaistow, half expense surveyor and town bounds, 8 


Interest on E. S. Sanborn fund, 
ff J. H. Nichols bond, 


77 
60 


$9,959 35 
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The Selectmen have given orders for the payment of the follow- 


ing bills. 


BREAKING ROADS. 


Paid John G. French, breaking roads, $19 85 
P. W. Nichols, cs 49 13 
A. F. Nason, Ag IO 25 
F. J. Hanson, . Wy | 16 90 
LeCesmiuh; ch 36 65 
L. W. Davis, ch 25) TO 
George E. Elkins, shoveling snow, I 00 
$168 88 

HIGHWAYS AND BRIDGES, 
Paid John P. Kimball, railing for bridges, $2 68 
Kimball & Parker, posts for bridges, 6 12 
R. H. Fellows, bridge piank, 3332 
Colby Bros., bridge timber, 17 60 
F, J. Hanson, labor on highways, 1iZi7ttay 
Lewis W. Davis, “ ef BA1° 75 
3 bate bridges, 23 50 
Albert F. Nason, labor on highways, 175 38 
6 ts bridges, | ST UAS 
Louis C. Smith, iy highways, 196 15 
Albion W. Nason, ‘* 5s 5 00 
Perrin W. Nichols, ‘ i 316 16 

Ae “completing State Road of 
1905, 100 00 
ss ‘‘ building State Road, 1906, 931 58 

$2,213 90 
MISCELLANEOUS. 

Paid John Templeton, printing town reports, $36 oo 
G. F. Carter, repairing road machine, 5 50 
Collins’ Hardware Co., supplies for police, 11 go 
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Raid Edson C. Eastman, record books and sup- 
plies for town clerk and selectmen, $19 10 


George E. Taylor, sawing wood for library, 3 00 
W. S. Clark, lock box, 5 00 
J. L. Drowns, wood for library, | 2°25 
L. G. Hoyt, insurance, 7 00 
W. S. Clark, library appropriation, 200 OO 
sé *¢ jibrary appropriation by law, 39 30 
. ‘repairing hearse, 2 00 
ss ‘driving hearse, 22 OO 
“ “« postage, 2050 
‘e «¢ janitor of town hall, 18 00 
i 66 ‘¢ painting and lettering guide 
boards, 38 00 
Bakie Bros., oil and supplies for nea 12 08 
és “pump and castings for road ma- 
chine, ‘14 37 
L. G. Cilley, returning births, marriages ‘and 
deaths since 1850 to the state, 2.298 
L. G. Cilley, recording births, ee and 
deaths, ) rAg25 
L. G. Cilley, postage, | 3 50 
M. J. French, janitor of library, — Wye2s 
M. J. French, care of street light, 15 00 
Edson C, Eastman, receipt book, 82 
H. M. Carlton, pump at South Kingston, 5 50 
Elmer S. Atwood, town bounds, I5 00 
F. W. Parker, appropriation for improving 
old cemetery, 50 00 
F. W. Parker, perambulating town lines with 
: team, 27 00 
F. W. Parker, setting town bounds,» I oo 
Zh «“ _ watering trough at West Kingston, 1 00 


H. L. Sweeny, justice fees in case of Win- 
- fred Hartford, ° 4 12°55 
H. L. Sweeny, justice fees in case of Sumner 
eyrost, xo rey: - 10 00 
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Paid L. S. Bartlett, wood for library, . $9 50 
S. J. Spofford, wood for library, 16 25 
H. B. Richardson, care of tramp, ~ “50 
Michael Nickett, af FS 50 
C. E. King, care of tramps, 9 00 

ds «use of hearse, 5 00 
G. F. Quimby, use of hearse, ' 5 00 
Irving Leighton, setting town bound, I 00 
F, A. Woodman, surveying town lines, 16 50 
Leonard Whippen, care of town clock, IO 0O 
John Templeton, printing check lists, 7 00 

A ‘f é auction bills, I 31 
J. Warren Sanborn, use of watering trough, x50 
Nellie F. Ingalls, cataloging books and other 

work in library, 19 56 
A. W. Nason, drawing town bounds, I oO 
James M, Davis, watching forest fire, 2 40 
A. H. Marshall, tf an de 2 00 
H. W. Marshall, painting and repairing hearse, 75 oo 
J. W. Prescott, setting glass in library, tr 88 
F. B. French, surveying town line, 5 00 
C. P. F. Joyce, M. D., returning births and 

deaths, 5 00 
H.L.Sweeny, M.D., returning births and deaths, 2 75 
G. M. Bakie, Day’s Assessor’s Scales, 2 00 

a «« freight and use of telephone, 2 00 

é6 «¢ delivering reports and express, 3 00 

“ “ copying invoice for county 

commissioners, 5 00 

G. M. Bakie, postage and stationery, 3 50 
if ‘¢  perambulating town lines with 

team, 32 50 

G. M. Bakie, setting town bounds, I 50 

vi ‘© making and recording taxes, 20 00 

ik ‘trip to County Farm to settle 
with county commissioners, I 50 


$933 30 


IO 


TOWN POOR: 


Paid C. P. F. Joyce, M. D., attendance on Mary 
J. Rogers, $6 00 
C. P. F. Joyce, M. D., attendance in Stephen 


Danforth case, I 00 
H. M. Carlton & Co., wood for Mary J. 

Rogers, 6 25 
H. M. Carlton & Co., groceries furnished 

Mary J. Rogers, “7 50 


COUNTY POOR. 


Paid G. H. Emery, groceries furnished Thomas 


Hoyt’s children, $104 00 
F. W. Parker, time and expenses in case of 
Ferdinand Rogers’ children, 9 00 
Charlotte F. Peaslee, house rent for Mrs. Geo. 
Flanders, 20 OO 
W. M. Carlton, conveying Chas. Gleed to 
County farm, | 3 00 


AID TO DEPENDENT SOLDIERS. 


Paid H. L. Sweeny, M. D., attendance on Thomas 


W. Morse, $8 oo 
H. L. Sweeny, M. D., attendance on Henry 

Lane, I 0O 
C. P. F. Joyce, M. D., attendance on Louis 

Wood, 5 00 
Henry French, groceries furnished Thomas W. 

Morse, . 26 00 


Henry French, groceries - furnished Louis 
Wood, 17 50 


$20 75 


$136 00 


+ 8 


Paid Samuel Goodwin, boarding T. W. Morse, $41 00 
Bakie Bros., groceries furnished Henry Lane, 30 00 
F. W. Parker, time and expense conveying 


T. W. Morse to Soldiers’ Home, 5 95 

. $134 45 

SCHOOL SUPPLIES. 

Paid D. C. Heath & Co., $13 50 
Ginn &‘Co., 22 00 
Edward E. Babb & Co., | 28 4I 
American Book Co., IT 04 
Maynard, Merrill & Co., 9 60 
F. W. Whippen, express and cartage, eet ila 

$86 65 


SUPPORT OF SCHOOLS. 
Paid W. S. Clark, Treasurer of School Board, derived as follows :— 


Town tax, by law, $960 oo 
Dog licenses, 180 88 
Interest on Elkins fund, 75 60 
Literary fund, II4 07 
State school fund, 208 51 
Tuition, Sanborn Seminary, 535 00 
$2,074 06 


ABATEMENTS FOR 1906. 


Paid James Kimball, taxed in Stratham, 
Cora B. Carter, overtax, 
Dunn & Bartlett, use of watering trough, 
Clarence Beede, poll tax, 
Louis C. Locke, x 


KA 

aS 

\O 
ie) 


Charles West, 9 78 
Frank Cavaric, ae rk: iee 
Bert St. Clair, ol 78 


Walter G. French, ‘* 
Charles L. Parker, * 


Set SS et oe er Ot 8 
~I 
ioe) 
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Paid Bert A. Nason, poll tax, 


George Williams, ae 
Frank Wilkins, = “ 
Daniel Kelley, A 


William F. King, sf 
Sarah E. Robinson, overtax, 


, 


Ss = = 


$39 32 


DAMAGE BY DOGS AND EXPENSES BY CONSTABLE. 


To be paid from money received from dog licenses. 


Paid abatements, 


$2 75 
Damage to fowl, 4 80 
C. E. King, for enforcing dog law, 3 00 
$10 55 

PAID BY TREASURER. 
State tax, $640 00 
County tax, 1,003 53 

$1,643 53 
TOWN OFFICERS. 

Paid H. L. Sweeny, moderator, March and No- 
vember, 1906, $8 oo 
Z. W. Kemp, auditor, I 50 
Amos. Ghases. °*¢ I 50 
George M. Bakie, selectman, 65 oo 
Frank W. Parker, & 40 OO 
Albion W. Nason, re 30 00 
Laburton G. Cilley, town clerk, 30 00 
Walter S. Clark, town treasurer, 30 00 
5s treasurer school board, 5 00 
Nellie F. Ingalls, librarian, 52 00 
Mary A. Tucker, assistant librarian, ele ae 
C. P. F. Joyce, board of health, 5 00 
H. L. Sweeny, « “and supplies, 13 00 


Simeon P. Clark, school board, 


Lote) 


, 


Paid Flora E. Hilliard, school board, $15 00 
Frank W. Whippen, “ . IO 00 
Frank A. Woodman, ballot clerk, : 3 00 
A. H. Marshall, «6 3 00 
John H. Gannon, us 3 00 
C. E. Marsh, vs 3 00 
P. W. Nichols, supervisor. 2 years, 15 OO 
Arthur R. Judkins, < I2 00 
W. A. Cheney, ne IO 00 
G. M. Bakie, services election day, 2 50 
F. W. Parker, a és 2 50 
A. W. Nason, ih he 2 50 
W. S. Clark, as a 2 50 
C. E. King, police duty, 6 25 

ae fire ward, 2 00 
SST WO Levens wane: 1905, 2 00 
H. B. Richardson, police duty, 2 50 
Elvira C. Collins, auditor school board, I oo 
Annie L. Cilley, a és I Ooo 
J. W. Purington, collection of $6,927 47 
for 1906, 138 55 
$545 55 

TRUST FUNDS. 

PARSONAGE FUND. 

Paid Universalist society, $89 37 
Congregational society, | 77 40 
Methodist society, 72 OL 
Baptist society, 44 69 
Freewill Baptist society, 2 O38 

$312 00 

Derived from interest on Parsonage fund, $312 00 

SCHOOL OR ELKINS FUND. 
Derived from interest on fund, $75 60 


[For expenditures see “Support of Schools.’’] 
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EDWARD S. SANBORN FUND. 


Bank books, $2,000 00 
Interest received from treasurer, heats 
$2,077 50 


The E. S. Sanborn fund of $77.50 was placed at the disposal of 
the Selectmen for the benefit of the worthy poor women, and paid 
out as per vouchers. 


J. HOWARD NICHOLS LIBRARY FUND. 


Railroad bond, $1,000 OO 
Interest, 60 oo 
$1,060 oo 


CEMETERY LOT FUND. 


Held by the town in trust for the perpetual care of the following 
lots, under the vote passed in 1904. 


Josiah Bartlett lot, Plains cemetery, $100 oo 
William Aaron Patten lot, he 100 OO 


$200 00 


FINANCIAL STATEMENT. 


LIABILITIES. 
Parsonage fund, $5,200 00 
Elkins fund, 1,260 00 
E. S. Sanborn fund, | . 2,000 00 
J. Howard Nichols bond, 1,000 OO 
Due schools, balance dog licenses, 197 65 
Balance High school tuition, 152 94 
Cemetery lot fund, 200 00 


$10,010 59 


fs 
ASSETS. 


Cash in hands of treasurer, Feb. 15, 1907, 
J. Howard Nichols bond, 

E. S. Sanborn fund, 

Cemetery lot fund, 


Net indebtedness, 1906, 
a 1907, 


Decrease of town eel 


$1,530 23 
1,000 0O 
2,000 00 

200 OO 


$4,730 23 


$5,757 30 
5,280 36 


$476 94 


These are the current expenses of the town for the year ending 


Feb. 15, 1907, as approved by us. 


GEORGE M. BAKIE, Selectmen 
FRANK W. PARKER, of 
ALBION W. NASON, _ ) Kingston. 


State Road Statement. 


DETAIL. 
State portion of Joint Fund, under Chapter 35, 
Laws of 1905, 
CREDIT. 


By amount paid by State for surveys, plans, in- 
spection and advertising, 


Amount reserved by State, 1905, 


Town portion of Joint Fund, under Chapter 35, 
Laws of 1905, 

Received from A. W. Dean for 1906, 

Joint fund remaining in treasury for 1906, 


Paid P. W. Nichols, building State road 1906, 
Overdrawn, 


Contract was 1700 feet. 


GEORGE M. BAKIE, 
FRANK W. PARKER, 


ALBION W. NASON, | 


$339 00 


$78 24 


$260 76 
$44 23 


$304 99 


$565 50 
260 76 
L700 


$844 12 


$931 58 
$37 46 


Selectmen 
of 
) Kingston. 


Treasurer's Report. 


The Treasurer charged himself with receiving from 


all sources the sum of $9,986 67 
Derived as follows : 

From Treasurer of 1905, $883 58 
Literary fund, 114 07 
Savings bank tax, PBR ig Pa! 
Railroad tax, 187 81 
Proportion of school fund, 208 51 
High school tuition, 87 94 
Interest on Nichols fund, 60 00 
Interest on Sanborn fund, 7h 59 
Town Clerk, dog licenses, 208 20 
License Commissioners, 364 73 
J. W. Purington, Collection of 1906, 6,927 47 
County Treasurer, 270 45 
Selectmen, pool table license, IO OO 
G.’M. Bakie, Selectman, State road money, 304 99 
F. W. Parker, land of Kingston, 20 00 
Selectmen of East Kingston, 5 89 
Selectmen, justice fees, Oy 2.00 
W. S. Clark, janitor of Town Hall, 22 00 
W.S. Clark, grass in Town Hall yard, I oO 
Selectmen, one half town bounds and sur- 

veying, 8 15 
$9,986 67 
Treasurer has paid as follows : 

State tax, $640 00 

County tax, Moowsn2 

Incidental expenses as ordered by Selectmen, 6,812 91 

Cash on hand, 1,530 23 


$9,986 67 


i8 


Money derived from dog licenses : 


From Town Clerk, $208 20 
Constable expenses, $3 00 | 
Abatement of dogs, 2e7 5 
Fowl killed by dogs, 4 80 
Balance due schools, 197 65 
$208 20 
Trust funds in hands of the Treasurer, $3,200 OO 
Bond given by J. Howard Nichols, interest to be 
expended for periodicals for town library, $1,000 oo 
E. S. Sanborn fund, invested in savings banks, 
the interest to be devoted to poor and needy 
women, 2,000 OO 
Cemetery lot fund, held by the town in trust for 
care of the following lots, under the vote 
passed in 1904: Josiah Bartlett lot, Plains 
cemetery, 100 0O 
William Aaron Patten lot, Plains cemetery, IO0O OO 
$3,200 Oo 
Liabilities of the town, February, 1907. 
Parsonage fund, $5,200 OO 
School fund, | 1,260 00 
Due schools, derived from dog licenses, 197 65 
Due High school, 152 94 
J. Howard Nichols, Library fund, I,000 00 
E. S. Sanborn, Indigent Poor fund, 2,000 OO 
Cemetery Lot fund, 200 00 
$10,010 59 
RESOURCES OF THE TOWN. 
J. Howard Nichols fund, $1,000 00 
E. S. Sanborn fund, 2,000 0O 
Cemetery Lot fund, 200 0O 
Cash on hand, ; 1530044 


$4,730 23 
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FINANCIAL STATEMENT. 


Net indebtedness, 1906, $5,757 30 
S Es _ 1907, , 5,280 36 
Decrease of town debt, $476 94 


Respectfully submitted, 


WALTER S. CLARK, Treasurer. 


The above accounts of the Selectmen and Treasurer have been 
examined by us, and found correctly cast and properly vouched. 


A. C. CHASE; 


Z. WILLIS KEMP, | Auditors. 


Reports of Highway Agents. 


LOUIS C. SMITH’S REPORT. 


Dr. 
To cash received on Selectmen’s orders, $196 15 
i 6 from town of Brentwood, 3 20 
$199 35 
cae 
Paid A. W. White, labor with’ team, $34 25 
L. A. Bragdon, labor, jet 
Perley Clough, ¢ TS 5 
W. G. Clough, labor with team, 16 75 
Arthur Judkins, “ “ 1 60 
Geo. B. Richardson, labor, ZO 
Edward Kimball, g 45 
Arthur Lyford, Hy I 00 
O. E. Beede, i Ir 65 
Lewis W. Davis, ‘f 4 00 
E. F. Judkins, labor with team, 20 50 
.C.-Smith} aS se 68 60 
A. F. Nason, s tf 8 00 
$199 35 


Respectfully submitted, 


LOUIS C. SMITH, Highway Agent. 


Kincston, N. H., February 15, 1907. 
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FOREST J. HANSON’S REPORT. 


DR. 
To cash received on Selectmen’s orders, $137 21 
CR. 
Paid Hector Lavoi, for labor, $18 33 
M. Beauleau, WU 8 oo 
Irvin ‘Yeaton, of 2.50 
J. M. Davis, ob : yo 32 
i: Purington, sf ni My, 
Dennis Hallinan, s 4 50 
J. LaPine, ss 6 43 
A. F, Davis, sh I 50 
Archie George, a mus 
Joseph Sanborn, for gravel, I 50 
Ks for labor with team, B25 
Nathaniel Garland, 5s 5 00 
W. W. Haseltine, sf aS 3 00 
I, J. Hanson, “ £5 49 75 
i tot. vravel, 6 70 
Everett Brown, ‘“ 4 10 
$137 21 


Respectfully submitted, 


FOREST J. HANSON, Highway Agent. 
-Kincston, N, H., February 15, 1907. 


PERRIN W. NICHOLS’ REPORT. 


DR. 
To cash received on Selectmen’s orders, $316 16 
CR. 
Paid Henry French, labor and team, $34.40 
Nathaniel Garland, ‘‘ fs tO OO 
Levi S. Bartlett, e es 6 oo 


Albert Nason, H sh 16 50 
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Paid Lewis Davis, 
Albion Nason, © 4 
Perrin W. Nichols, “ 
David E. Wilson, 
William Tucker, AS 
Jacob Silloway, tf 
Leon Carr, 2 
Francis Lyford, io 
John Philbrick, 


John McCabe, a 
Fred Kelley, Hy 
Clifton Meek, a 
Wm. E. Robinson, “ 
Karl Hall, Ke 


John Tucker, for gravel, 
S. J. Spofford, 4 
Everett Brown, ‘“ 


Respectfully submitted, 


6é 


66 


labor and team, 


Io 


N 


= 
SN) O11 Oey 7 60 el Go GY 36a 


(ote) 
oo 
86 
go 
25 
25 
05 
oo 
(ole) 
70 
50 
oo 
20 
75 
oo 
20 
60 


$316 16 


PERRIN W. NICHOLS, Highway Agent. 


Kincston, N. H., February 15, 1907. 


ALBERT F. NASON’S REPORT. 


DR. 
To cash received on Selectmen’s orders, 
CR. 
Paid George S. Abbott, labor with team,. 


A. W. Nason, e 
L. W. Davis, os 
J. P. Kimball, labor, 
E. L. Cheney, cs 
O. P. Severance, ‘“ 
Eugene Nason, hy 


$202, 83 
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Paid Oscar R. George, labor, $10 50 
John Davis, As I 20 
Walter M. George, ‘“ hess 
John G. French, ‘* 4 05 
Seth F. Nason, 4s with team, ~8 00 
A. F, Nason, a es 75 68 
A. W. Nason, te 4 50 
$202 83 


Respectfully submitted, 


ALBERT F. NASON, Highway Agent. 
Kincston, N. H., February 15, 1907. 


LEWIS W. DAVIS’ REPORT. 


DR. 
To cash received on Selectmen’s orders, $241 75 
CR. 
Paid Albert F. Nason,. with team, $46 oo 
’ Albion W. Nason, ‘§ 22 50 
Seth F. Nason, cf 4 00 
Lewis W. Davis, « 86 00 
Edward L. Cheney, for labor, 28°75 
Oscar R. George, i 2I 50 
John Barrett, % Tas 
Lewis Kimball, 2 7 Ry 
Eugene Nason, * I 50 
James Gowen, as 4 50 
Albert F, Nason, 4: 4 00 
John G, French, he 3 00 
$241 75 


Respectfully submitted, 
LEWIS W. DAVIS, Highway Agent, 
Kincston, N. H., February 15, 1907. 


Library Report. 


REPORT OF THE TRUSTEES OF NicHoLS MEMORIAL LIBRARY. 


Few towns with the population of Kingston have the library 
facilities which this town enjoys. The yearly income from the 
bond left by the founder of the library furnishes all the important 
periodicals, and liberal appropriations of the town and of Sanborn 
Seminary are rapidly increasing the value of the library by con- 
stant additions to its several departments of literature. Although 
the number of books is not very large, yet care in selecting the 
library makes it compare very favorably with many larger collec- 
tions of books. 

During the coming year the Trustees plan to secure as many 
bulletins as possible from our own State Agricultural College and 
other similar institutions, in reference to agriculture, dairying, 
poultry raising and kindred subjects, and to have these arranged 
in the Reading Room of the library so that they may be easily 
accessible to all interested in these subjects. | 

The most recent additions to the library are kept in a case in 
the Reading Room so as to be examined easily. 

The new catalogue, for which money was appropriated at the 
last annual town meeting, has been prepared and distributed among 
the patrons of the library. This catalogues all the books of the 
library from October, 1898, to July, 1906, and will prove a very 
great convenience to those who are not accustomed to using the 
card_ catalogue, or for the large number who wish to look up the 
books of the library at their homes. 

The growing demand for shelf room for the more important 
books has compelled the Trustees to fit up shelves for reports and 
the books rarely used in the small room back of the stack room, 
and very soon more shelves must be placed in the stack room. 

Although the balance in the treasurer’s hands is larger than 
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usual, it will very soon be used to pay for books needed and the 
Trustees recommend the same appropriation for books as last year, 
$100. 

Respectfully submitted, 


FRANK W. WHIPPEN, Trustees of 
Z. WILLIS: KEMP, Nichols Memorial 
HENRY L. SWEENY, Library. 


REPORT OF TREASURER OF NICHOLS MEMORIAL 


LIBRARY. 
Received from all sources, $342 02 
Derived as follows : 

From library treasurer of 1905, $22 20 
Town of Kingston, 200 0O 
Librarian of 1905, fines, II 50 
Librarian of 1906, fines, 9 02 
Nichols fund for periodicals, 60 00 
Library appropriation, 39 30 

$342 02 

EXPENDITURES. 

F, W. Whippen, as per bill, $2 75 
Frances E. Moulton, subscriptions to magazines, 54 50 
John Templeton, catalogue, 47 00 
DeWolfe & Fiske Co., books, Br? 08 
Nellie F. Ingalls, making catalogue, 5 00 
David B. Clarkson, books, 44 30 
Exeter News-Letter two years, BAO) 
Universalist Publishing House, books, 7-03 
Manchester Union, 4 16 
Miscellaneous, EU/O2 
Cash on hand, PET e634 

$342 02 


WALTER S. CLARK, Treasurer. 


Examined and approved by 
Ze WILLIS* KEMP; lau dit 
A. C. CHASE, ane tre 
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LIBRARIAN’S REPORT. 


Total number of books, Feb. 15, 1906, 4446 
Added during the year: 
From Town of Kingston, 194 
Sanborn Seminary, 38 
State of New Hampshire, ri 
U. S. Government, Nie 
Levi S. Bartlett, I 
Canadian Government, I 
249 
Total number of books February 15, 1907, 4695 
Number new cards given out, 61 
Whole number of cards out, 991 
Average number of books each week, 116 
Total circulation, 5275 


Respectfully submitted, 


NELLIE F. INGALLS, Librarian. 


Books Received Since Catalogue was 


Printed. 


BIOGRAPHY. 


Burton, Theodore. John Sherman, 
Connover, James P. Memories of a great schoolmaster, 
Ellis, Edward S. The life of Col. David Crockett, 
Emerson, Ralph W. Representative men, 
-Herbert, Henry Wm. Life of Oliver Cromwell, 


+f fi Ss Memoirs of Henry VIII and his six 
wives, 
Holt, Hamilton. ‘The life stories of undistinguished Ameri- 
cans, 


Jenkins, John S. Life of Gen. Andrew Jackson, 

Riis, Jacob. The making of an American, 

Washington, Booker T. Up from slavery, 

Young, Egerton R. The Apostle of the North: Rev. 
James Evans, 

Anonymous. ‘The long day, 


DRAMA AND POETRY. 


Burton, Richard. Rahab, 
Longfellow, Henry W. ‘Tales of a Wayside Inn 


FICTION. 

Atésops Fables, 

Alger, Horatio, Jr. Strong and steady, 
se A Strive and succeed, 


Try and trust, 


“ “ The cash boy, 

66 6 In a new world, 

‘6 66 Adrift in New York, 
“6 oe lige Risen from the ranks, 


B344 
B336 
B339 
B340 
B341 


B342 


B337 
B343 


B345 
B346 


B347 
B338 


D177 
D178 


FoAt 
Fr5A2 
Fr5A3 
Fr5A4 
Fr5A5 
F15A6 
Fis5A7 
F15A8 
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Alger, Horatio, Jr. Brave and bold, Fr5A9 

Hg 4 Do and dare, Fi5A10 

“i ee Shifting for himself, Fi5Arr 

Sf ie Driven from home, Fi5Ar12 

& ss Facing the world, Fi5Ar3 

i fF Slow and sure, FisAr4 

ro es The Erie train-boy, Fi5Atr5s 

x fe Hector’s inheritance, Fi5A16 

os RS Herbert Carter’s legacy Fris5A17 

y %) The young acrobat, Fr5A18 

Bacheller, Irving. Silas Strong, 36B4 
Balzac, Honore. The magic skin. The quest of the abso- 

lute, 47Br 

‘Balzac, Honore. About Catherine DeMedici. Seraphita, 47Br1 

- a Eugenie Grandet. Ursule Mironet, Ay B2 
ir a At the sign of the Cat and Racket. A 

bachelor’s establishment, 47B3 


A daughter of Eve. A woman of thirty, 47B4. 
A marriage settlement. Modeste Mignon, 47B5 
Beatrix. The jealousy ofa country town, 47B6 
Lost illusions. A distinguished provin- 


cial at Paris, 47B7 
The lily of the valley. The country 
doctor, 47B8 
The country parson. The peasantry, 47Bg 
Poor relations. Cousin Betty. Cousin 
Pons, 47Br1o 
Scenes from a courtesan’s life. Govern- | 
ment clerks. 47BirI 
The thirteen. Father Goriot, 47 B12 
The rise and fall of César Birotteau. The 
middle classes, 47B13 


The Chouans. The Gondreville mystery, 47B14 
The member for Arcis. The seamy side 
of history, 47B15 


Barrie, J. M. ‘The little minister, 2B7 


Beach, Rex E. 


The spoilers, 46B. 


a, 


Blackmore, R. D. Lorna Doone, 

Brady, Cyrus T. The patriots, 

Burnett, Frances H. ‘The dawn of tomorrow, 
Cable, Geo. W. Old Creole days, 

Caine, Hall. 
Castle, Agnes and Egerton. ‘If youth but knew,” 
Churchill, Winston. Coniston, 


“eé 


A son of Hagar, 


66 


Conner, Ralph. ‘The doctor, 


Correlli, Marie. 


ee 


6< 


The treasure of heaven, 
The soul of Lilith, 


Deland, Margaret. ‘The awakening of Helena Richie, 


Defoe, Daniel. 
Dickens, Chas. 


Robinson Crusoe. 
Dombey and son. Vol. I, 
4 * and Oliver Twist, Vol. If, 
Barnaby Rudge, 
Little Dorrit. Vol. J, 3 
«Christmas books and no 
thoroughfare. Vol. II. 
Our mutual friend. Vol. I, 
. ss Hard times. Pic- 


tures from Italy. Vol. II, 

Martin Chuzzlewit. Vol. I, 
fi ale Cote utwor. CITIES, 
Vober 

A tale of two cities, 

Nicholas Nickleby. Vol. I, 
‘s ¢ and sketches by_ Boz. 
Vol. II, | 


Old curiosity shop and two lazy appren- 
tices, 

Bleak house. Vol. I, 
sf 1” Great. expectations.. Vol. IT, 

Posthumous papers of the Pickwick club. 
Mole) | 

Pickwick club. Christmas stories. Vol. II, 

A child’s history of England and Ameri- 
can notes, 


4B3 
37B2 
7B5 
1C5 
10C5 
19C2 
18C3 
18C4 
22C4 
23C4 
23C5 
1D3 


Fr3D2 


3D32 
3D33 
3D34 
3D35 


3D36 
3D37 


3D38 
3D39 


3D40 
3D53 
3D41 
3D42 


3D43 
3D44 
3D45 


3D46 
3D47 


3D48 


Dickens, Chas. 


6é 


66 
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David Copperfield. Vol. I, 

Edwin Drood. Master 
Humphrey’s clock. Vol. II, 

The uncommercial traveller. 


66 sé 


pieces, 


Dodge, Mary Mapes. Hans Brinker, 


Eckstorm, Fannie H. The Penobscot man, 


Eggleston, Edward. The circuit rider, 


Eliot, George. 
Flower, Eliott. 


Romola, 
The spoilsmen, 


Greene, Sarah P. McLean. Power fot, 


Harland, Henry. 
Hartner, Eva. 


My friend Prospero. 


Pythia’s pupils, 


Henry, O. The four million, 
Kingsley, Florence M. Prisioners of the sea, 
Kipling. Rudyard. Stalky & Co., 


Kramer, Harold M. Hearts and the cross, 
The red fairy book, 
The story of Paul Jon 


Lang, Andrew. 
Lewis, Alfred Henry. 
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of 


' Lynde, Francis. 
Lytton Bulwer. 


The boss, 

The president, 
The grafters, 
The last of the barons, 
Phe: Parisians) aos: 
Niget and morning, 
My novel, 
Ernest Maltravers, 
Kenelm Chillingly, 
Devereux, 
Pelham, 
Paul Clifford, 

The last days of Pompeii, 
éé ee oe 6 6eé 
What will he do with it, 

Leila, 
A strange story, 


Beautiful stories about children, 


es, 
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McCutcheon, Geo. B. Jane Cable, 26Mg 
Macphail, Andrew. ‘The vine of Sibmah, | 37M 
Miller, Elizabeth. The yoke, 38M 
% a Saul of ‘Tarsus, 38Mr1 
Muloch, Dinah. Little sunshine’s holiday, F5 M3 
O’Connor, Wm. D. Heroes of the storm, 110 
Parker, Gilbert. When Valmond came to Pontiac, 10P5 
Roberts, Chas. G. D. Around the camp- ie 13Rr 
Sage, Wm. ‘The district attorney, 459 
Sinclair, Upton. Prince Hagen, 4251 
KS sf King Midas, 4282 
aS “ The jungle, 4253 
Slosson, Annie Trumbull. White Christopher, 28S2 
sé fe uf Dumb fox-glove and_ other 
stories, 2853 
Slosson, Annie Trumbull. Story-tell Lib, F2854 
Smith, F. Hopkinson. ‘The tides of Barrnegat, 956 
6 rs The fortunes of Oliver Horn, 957 
Spearman, Frank H. Whispering Smith, 41SI 
Swift, Jonathan. Gulliver’s travels, JF a6 
Thanet, Octave. ‘The man of the hour, 714 
Tomlinson, Everett T. Marching against the pari F8T21 
Webster, Merwin. Calumet ‘“K,” 43W 
White, Wm. Allen. In our town, 40W 
Wilcox, Ella Wheeler. A woman of the world, 41W 
Wilkins, Mary (Freeman). Six trees, 3WiI 
Winter, Alice. The prize to the Hardy, 42W 
Wister, Owen. Lady Baltimore, 28W1 
ss As The Virginians, 28W2 
Anonymous. In the house of her friends, An.12 
as The garden of a commuter’s wife, An.13 
4 Arabian nights, An.1t4 
HISTORY. 
Drake, Saml. G. Indians of North America, H641 


Elson, Henry W. Side lights on American history, H642 
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Emerson, Edwin, Jr. A history of the XIX century year 


by year. Vol. I, H643 
VoL; H644 
Vol. II, H645 
Fiske, John. The critical period of American history, 
1783-1789, . : H646 
Guernsey, A. H. and Alden, H. M. Harper’s pictorial his- 
tory of the civil war. Vols. elas H647-648 
Halstead, Murat. Pictorial history of America’s new pos- 
sessions, H649 
Harrison, Peleg D. The stars and stripes, H650 


Kasson, Dr. John A. Evolution of the U.S. Constitution, H651 
Morris, Dr. Chas. The gallant deeds of our naval heroes, H652 
Nichols, Mrs. J. L. The boys in blue, H653 
Nye, Edgar W. Comic history of the U. S., H654 
Singleton, Esther. ‘The world’s great events. 5 vols., H655-659 


_ LITERATURE. _ 

Alger, Geo. W. Moral overstrain, 202 
Bulfinch, Thos. ‘The age of fable, L208 
Burrill, Katharine. Shell gatherers, © “L204 
Hunt, Dr. Theodore W. Literature: Its principles and 

problems, L205 
Van Dyke, John C. The Opal sea, : L206 
Van Dyke, Henry. Little rivers, L207 


NATURAL HISTORY. 


Dame, L. L., and Brooks, H. Handbook of the trees of 


New England, | N156 

Dana, Mrs. Wm. Starr. How to know the wild flowers, N154 

- Gifford, John. Practical forestry, N157 
Going, Maud. With the trees,. : N158 
Jackman, Wilbur S. Nature study, N1I55 
Keeler, Harriet L. Our native trees, . N159 
London, Jack. White Fang, © ) N160 


Long, Wm. J. Secrets of the woods, N161r 
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McFarland, Horace. Getting acquainted with the trees, N162 


Roberts, Chas. G. D. The kindred of the wild, ~ N163 
Rogers, Julia Ellen. The tree book, N164 
PEDAGOGY, SOCIOLOGY AND MISCELLANEOUS. 

Anderson, Wilbert L. The country town,  , M274 

Conklin, Prof. G. W. Don’ts for speakers and writers, and 
correct pronunciation of 3500 words, M275 

Hodges, George. The happy family, M278 

Hyde, Wm. DeWitt. The college man and the college . 
woman, M276 


Parsons, Prof. Frank. The heart of the railroad problem, M277 
Reid, Whitelaw and others. Careers for the coming men, M279 


Taft, Wm. H. Four aspects of civic duty, M280 
| REFERENCE, . 

Town papers, 1638-1784. Vol. IX, Ref350 

Provincial papers, Pt. II, 1692-1722. Vol. III, Ref351 

ef os 172224734 oy VOLOLV, Ref352 
Livermore, Thom. L. Hist. of the 18th N. H. Volunteers, 

1864-1865, Ref353 

N. H. Annual reports, 1903-1904. Vol. I, Ref354 

- i 1903-1904. Vol. II, Ref355 

oh 1903-1904. Vol. ILI, Ref356 

¢ af 1903-1904. Vol. V, Ref357 

Journals of N. H. Senate and house, 1905, Ref358 

Manual for the Gen. Court, 1905, Ref359 

Canadian year book, 1906, Ref360 
Champlin, J. D. Young folks cyclopsedia of persons and 

places, Ref361 

Jameson, Dr. J. F. Dictionary of U.S. history, 1492-1890, Ref362 

Morris, Chas. The handy dictionary of biography, Ref363 

Author list of the N. H. state library, Ref364 

Rep’t of Librarian of Congress, . Ref365 

RELIGIOUS. 


Clark, Henry W. The philosophy of christian experience, R242 
Dobbins, Frank S. Story of the world’s worship, R238 
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Dods, Dr. Marcus. ‘The book of Genesis,’ 

Farrar, Canon. Story of a beautiful life, | 

Peabody, Francis G. Jesus Christ and the social Pre tort 

Smith, Dr. Geo. A. The Book of Isaiah, Chap. I, XXXIX. 
Vol. I, | 

Smith, Dr. Geo. A. The Book of Isaiah. Chap. XL, 
LXVII. Vol. II, | 

Wright, G. Frederick. Scientific confirmations of old 
testament history, 


SCIENCE. 


Duncan, Robt. K. The new knowledge, 

Hyslop, Dr. James H. Enigmas of psychical research, 

Thompson, Sylvanus P. Elementary lessons in electricity 
and magnetism, 

Spinney, Wm. A, Health through self-control, 


TRAVELS. 


Bolles, Frank. Land of the lingering snow, 

Cilley, Jonathan P., Jr. Bowdoin boys in Labrador, 

Young, Egerton R. By canoe and dog-train among the 
Cree and Salteaux Indians, — 

Anonymous. Stories from all lands, 


USEFUL ARTS. 


Goodrich, Chas. L. The first book of farming, 


R243 
R239 
R240 
R244 
R245 


R241 


S162 


S163 


5164 
S165 


T192 
T193 


T195 
T 194 


U7o 


Report of Board of Health. 


During the past year the health conditions of the town have 
been good, only usual sickness has been present. 

While scarlet fever appeared in one house and diphtheria in 
another, and while in each case two children were attacked, yet 
the disease was limited to them and by prompt effective measures 
its spread prevented. ) 

When the disease was first reported we thought best to close the 
school in that district for a short time as a measure of precaution. 
Again we would impress upon the minds of parents the importance 
of early attention to those doubtful cases which may be of a con- 
tagious nature. 

A child may have scarlet fever or diphtheria in so light a form 
as not to feel especially ill and so attend school and thus cause the 
spread of the disease. 

In doubtful cases keep the child at home and away from other 
children until the doubt is removed. 

The law now requires that on the death or removal of a person 
having consumption the board of health must be notified, that the . 
premises occupied by such person may be disinfected. 


HENRY L. SWEENY. 
Cy PF JOVGR. 
GEORGE M. BAKIE. 


Report of School Board. 


In looking over the school work of the year we find there have 
been many changes, and many things have transpired which were 
entirely beyond the control of the School Board. 

In every school in town during the past year, we have installed a 
new teacher, and however well the vacancies have been filled, we 
feel that it is a trying experience for any school and should be 
avoided if possible. 

We feel keenly the loss of four experienced and successful 
teachers, Miss Pearl French, Miss Hattie Chase, Miss Gertrude 
Whipple and Miss Bessie Sanborn. Also Miss Carrie Gowing is 
taking a course in Normal work for a year, and her place has been 
successfully filled by Miss Mary Caldwell in the South School. 

We were fortunate in securing Mrs. Grace Philbrick, a teacher of 
experience, to finish the year’s work at the West School. On ac- 
count of the extremely cold weather this school had to be closed 
three weeks earlier than usual, with the intention of opening 
earlier in the Spring, if possible. 

At the Plains School, after the first three weeks of the winter 
term, Miss Whipple resigned to take a position in Derry, and 
Miss Elsie S. Whippen, a graduate of Sanborn Seminary, has suc- 
cessfully completed the term. 

At the Patten School we secured the services of Miss Edith 
Horne, an experienced teacher, who has taught thus far in the 
school year very successfully. 

The Exeter Road School has been taught the whole year (ex- 
cepting the first two weeks) by Miss Anna Fifield, a Sanborn Sem- 
inary graduate, who has done a faithful year’s work. 
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ROLL OF HONOR. 


Names of pupils not absent or tardy: 
SCHOOL NO, I. 


Two terms:—Doris L. Bragdon. 
One term:—Aiberta L. Smith. 


SCHOOL NO. 2. 


Three terms:—Minnie E. Flanders. 


Two terms:—Louis I. Marsh, Floyd B. Pierce, John S. Mar- 
shall, Alice B. Kemp. 


One term:—James J. Magnusson, George E. Hoyt, Arthur F. 
Brown, Ralph B. Kemp, Lewis I. Pierce, Willard Woodman, Mary 
Carter, Lizzie C. Hoyt. 


SCHOOL NO. 3. 


Three terms:—Norman Whippen, John A. Bragdon, Florence A. 
Page. 

Two terms:—Frederick Nichols, Oral A. Page, Wilbur J. Clark, 
Herbert S. King, Mary A. West. 


One term:—Emery J. Silloway, Earle W. Silloway, Ernest P. 
Bragdon, Elbert W. Whippen, William Bakie, Warren Bakie, 
Howard King, Helen V. Page, Gladys M. Robinson. 


SCHOOL NO. 4. 


Three terms:—Howard C. Page, Chester W. West, Henry C. 
West, Foster W. Winslow, Isa M. Davis, Vera L. Davis, Irma M. 
French, Grace B. Silloway, Gladys A. Winslow. 

Two terms:—Harvey R. French, Earl L. French, Clarence E. 
Collins, Oral W. Collins, Jesse R. Nason, Philip S. Nason, Nellie 
M. West. 

One term:—UHayden E. Cheney, Eldred H. French, Viola E. 
Collins, Iva B. Nason, Evelyn L. Nason, Ella L. Senter, Edna 
Collins Seaver, Bernice M. Meeks, Ellen B. Severance. 
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SCHOOL NO. 5. 


Two terms:—Mildred L. Gowing. 


One term:—Barbara Stevens. 


GENERAL SUMMARY. 


Number of schools in district, 5 ; length of schools, 36 weeks; 
estimated value of school houses, $3,500; pupils attending school, 
141; boys, 79; girls, 62; greatest number in any school, 42; 
least number, 14; average daily attendance, 110; visits of School 
Board, 57; visits of parents and friends, 222. 


~ 


SIMEON P. CLARK, | 
FLORA E. HILLIARD, >School Board. , 
FRANK W. WHIPPEN, . 
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SCHOOL TREASURER’S REPORT. 


For the year ending Feb. 15, 1907. 


Received from all sources, 


Divided as follows: 


From Treasurer of 1905, 
Tax by law, 
Elkins fund (interest), 
Literary fund, 
State, school fund, 
High School money, 
Dog licenses, 
Tuition, J. A. Kimball, 


EXPENDITURES. 


Teachers’ salaries, 

High school tuition, 

F. W. Whippen, as per bill, 

J. B. Hanson, lumber, 

C. E. King, as per bill, 

W. S. Hilliard, supplies, 

Bakie Bros., supplies, 1905, 
6é 6c 

S. P. Clark, as per bill, 

S. P. Clark, enumerating school children, 

Cleaning school houses, 

Care of school houses, 


$2,246 27 


$168 21 
960 00 
75 60 
114 07 
208 51 
Boon 00 
180 88 
4 00 


$2,246 27 


$1,340 60 
535 00 
3 24 
5159 
ZO0LS 
8 IO 

5 23 
5 98 
795 

5 00 
IO 0O 
29 50 


4I 


Wood and fitting, $78 15 
‘Miscellaneous, 3 13 05 
‘Cash on hand, : 113 79 

$2,246 27 


Respectfully submitted, 


WALTER 8S. CLARK, Treasurer. 


The above accounts of the Treasurer of the School Board have 
been examined by us and found correctly cast and _ properly 


vouched. 


ELVIRA C. COLLINS, } 4 Githes 
ANNIE L. CILLEY, 
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